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Message Text 



UNCLASSIFIED 

PAGE 01 IAEA V 09061 242231Z 
12 

ACTION OES-05 

INFO OCT-01 10-10 ISO-OO FEA-01 ACDA-10 CIAE-00 INR-07 

L-03 NSAE-00 NSC-05 EB-07 NRC-07 DODE-OO /056W 

003234 

R 241702Z OCT 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 6590 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 9061 

DEPT PASS NRC 

EO 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH, SENV 

SUBJ: IAEA ADVISORY GROUP ON PROTECTION OF PUBLIC IN EVENT OF 
RADIATION ACCIDENT LEADING TO RADIOACTIVE CONTAMINATION 
OF ENVIRONMENT, VIENNA, DECEMBER 15-19, 1975 

REF: A) AMMONS/GABBERT TELCON 10/23/75; B) IAEA 
VIENNA 7296 

1. RE QUERY REF A, AGENCY AGREES PROVIDE TRAVEL AND PER 
DIEM EXPENSES FOR U.S. EXPERT NOMINATED TO THIS 
MEETING. AGENCY URGES THAT NOMINATION BE PROVIDED 
SOONEST, SINCE EXPERT WILL NEED TIME TO PREPARED 
APPROPRIATE PRESENTATION. 

2. ADVISE.LABOWITZ 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ENVIRONMENT, COMMITTEE MEETINGS, ACCIDENTS, RADIOACTIVE WASTES, NUCLEAR SAFEGUARDS, EMERGENCY 
PLANNING 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 24 OCT 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV09061 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750371-1176 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 020/aaaaasbu. tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 SEP 2003 by MaustMC>; APPROVED <18 FEB 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA ADVISORY GROUP ON PROTECTION OF PUBLIC IN EVENT OF RADIATION ACCIDENT LEADING TO RADIOACTIVE 
CONTAMINATION 

TAGS: AORG, OCON. TECH, SENV, IAEA 
To: STATE 
Type: TE 
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